T he new G'E Monitor Top model is the finest 
refrigerator General Electric ever built. Brilliantly 
beautiful in appearance, its distinguished styling, new 
features and new refinements will add a modern note to 
your kitchen. The famous Monitor Top mechanism is built 
to endure far beyond the service expectancy of ordinary 
refrigerators. Sealed in ageless steel, safe from dirt, dust 
and moisture, it requires no attention, not even oiling. 

It freezes more ice faster, uses less current, provides more 
usable storage space, and is equipped with every modern 
convenience feature. 

With a performance record that is unmatched by any 
refrigerator, the General Electric is universally recognized 
as the standard of excellence — and lowest in ultimate cost 

GENERAL® ELECTRIC 


ALL-STEEL REFRIGERATOR 






FOR ONLY $1 A YEAR! 


The standard 1 year warranty . . PLUS 4 addi- 
tional years protection on MonitorT op sealed-in- 
steel mechanism for only , a dollar a year! 

% 

% Famous Monitor Top mechanism requires no atten' 
tion, not even oiling. Operates so quietly you can 
scarcely hear it. Uses less current and has full refriget' 
ating capacity for even unusual demands. 

% All'Steel cabinets with glistening white baked 
glyptal enamel exteriors, or gleaming porcelain both 
inside and out. 

• Stainless steel quick freezing chamber cannot chip 
or rust, freezes more ice faster. 

• Convenient temperature control for fast or slow 
freezing and automatic defrosting. 

• Sliding shelves that give more conveniently usable 
storage space and bring all food in plain sight and 
easy reach. 

• Automatic interior lighting turns on when door is 
opened and oflF when door is closed. 

0 Auxiliary foot' pedal door opener opens door at 
touch of the toe when both hands are full. 
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